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As ELECTRIFIED FOG of oil in the 
Beacon laboratories deposits a film of un- 
believable thinness on a polished metal 
test plate. It’s less than a millionth of an 
inch, a fractional light wave-length, in 
thickness. A specially developed testing 
machine under pressures of upward of 
100,000 Ibs. per square inch determines 
its lubricating qualities. 

Production and testing of thin oil films, 
their characteristics and “wearebility,” is 
carried to a remarkable degree of precision 


at The Texas Company’s laboratories. Re- 


THE TEXAS COMPANY ° 


e.g? 133 Carnegie Way HOUSTON .. 720 San Jacinto Street 
BOSTON . 20 Providence Street TEXACO LOS ANGELES 929 South Broadway 
BUFFALO. 14 Lafayette Square MINNEAPOLIS . 706 Second Ave., South 
BUTTE .. . Main Street & Broadway NEW ORLEANS. 919 St. Charles Street 
CHICAGO - 332 So. Michigan Avenue NEW YORK. . « 205 East 42nd Street 
DALLAS 2310 S. Lamar Street rate NORFOLK. . . « « Olney Rd. & Granby St. 
DENVER 910 léth Street SEC ae . tw os ce ie OS SPike Sem 


TEXACO PETROLEUM PRODUCTS ° 


AN OIL FOG FILM SUPPORTS 





Wearability of uniformly 
thin oil film tested with sen- 
sitive accuracy under high 
pressures. Designed and 
built to Beacon laboratory 
specifications, mounted on 
“bed rock’’ foundations to 
overcome vibration, 


Texaco’s apparatus for oil 
fog production and oil film 
deposition on test disk, the 
first important step, exactly 
controls thinness and uni- 
formity of film, 





sults have been decidedly he Ipful to bearing 
manufacturers. For more effective plant 
lubrication get in touch with the nearest 


of our 2186 warehouse plants, or write: 


DISTRICT OFFICES 


Indian Refining Company, 5 East Market Street, INDIANAPOLIS 
The Texas Company of Canada, Ltd., Langman Blidg., Calgary, Alberta, Canada 
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